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TO AMEMBASSY QUITO IMMEDIATE 

INFO OSD HA 

DEPT OP ARMY 

DEPT OP AIR FORCE 

UNCLAS STATE 05 1 80 1 

E.O. 11652: N/A 

TAGS: OVIP, OTRA, MILI, EC 

SUBJECT: REQUEST POR ADMISSION TO US MEDICAL FACILITY 
REF: QUITO 1084 

1 . APPOINTMENT FOR BG FRANCISCO AGUIRRE AT WALTER REED 
ARMY MEDICAL CENTER SCHEDULED FOR 0900 HRS, MARCH 7, 1978. 

2. AGUIRRE SHOULD REPORT TO DR. DA VIA AT THE CARDIOLOGY 
UNIT, OLD HOSPITAL BUILDING AT WALTER REED. 

3. ALL MEDICAL RECORDS, IN ENGLISH TRANSLATION IF AVAILABLE, 

SHOULD ACCOMPANY AGUIRRE. 

4. AGUIRRE SHOULD FAST FROM MIDNIGHT EVENING BEFORE APPOINT- 
MENT. VANCE 
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